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Church of St. Andrew and St. Paul 


(Presbyterian}/ Sherbrooke St. West 


• Newest, and one of the larsest and finest, of Montreal’s many 
splendid Protestant edifices, the Church of St. Andrew and St. 
Paul is buttressed by more than a century and a half of ecclesias¬ 
tical history. It was erected in 1931-2 to replace the church of 
the same name on Dorchester Street West, demolished to make 
way for a railway terminal. The older church was built as St. 
Paul's in 1867 by a consresation founded in 1833, and in 1918 
a union brought in St. Andrew’s congregation, founded in 1824. 






































